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DD/S 70-1827 


5 MAY 1970 


MEMORANDUM FOR: Director of Medical Sexvices 


~ John: 
The attached is forwarded to ask your assistance in 
ensuring that the employees in the Mail Root and surrounding areas are 


properly protected radiation-wise and are checked ona continuing basis. 


. (signed) John W. Coffey 
' - . John W., Coffey 
Att 
Cy of Memo dtd 28 Apr 70 for Acting DD/S fr 


D/S, subj: Enclosure for X-Ray Examination of 
Suspect Packages and Mail 


cc; Director of Security, w/o Att Ye 
Director of Logistics, w/cy of Att ° 
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